SECTION 5400 
ENTERPRISE DEVELOPMENT CORPORATION 


THE ORIGINAL VACUUM DESOLDERING/RESOLDERING. tele 





INDUSTRIAL PRICE SCHEDULE 
DESOLDERING IRONS 


MODEL 100-A 
117 VAC 75 W 
List 1-24 30-96 108-up 
Model 100-A (with 2-wire cord)... 24.95 18.75 16.65 14.95 
Model 100-A-3 (with 3-wire cord)... 27.95 20.95 18.75 16.75 
* Model 100-A-3TL 
(with 3-wire twist lock cord)__.. 29.50 22.15 19.75 17.70 
MODEL 300. 
117 VAC 40 W 
List 1-24 30-96 108-up 
Model 300 (with 2-wire cord)... 13.49 9.95 8.95 8.05 
Model! 300-3 (with 3-wire cord).._._.. 14.60 10.95 9.85 8.85 





MODEL 100-A MODEL 300 





NEW 9-Piece Desoldering Kit 


Here in one convenient lifetime package is all you need to handle almost any 
desoldering and resoldering job. For even though the Model 300 Endeco is only 


8” long and weighs just 31% ounces, it’s a giant in performance. It removes 
miniature soldered components in seconds without damage ... then resolders 
new connections even faster and better than regular soldering irons with its 
360° ‘‘wrap-around” contact. One-hand operation . .. self-cleaning ... 40 
watts ...115 volts. Order from your distributor. 
KIT PRICES 
MODEL LIST 1-11 12-49 50 Up 
300K (w/2 wire cord) oo... $21.04 $15.75 $14.05 $12.65 
300K-3 (3 wire cord) ............. 23.03 17.25 15.35 13.80 
SOOMDK (Military) oe, 22.90 17.20 15.30 13.75 





(FSN3439-90 7-5806) 


OX, ST. AND t AVAILABLE SEPARATELY—WRITE FOR PRICES. 
ONLY DESOLDERING IRON APPROVED FOR MILITARY USE “’ 
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MODEL 100-A MODEL 300 





PARTS SCHEDULE 


PART NOS. FOR MODEL 100-A PART NOS. FOR MODEL 300 





Fig. Part _— _ SUGGESTED PRICES Fig. Part SUGGESTED PRICES 
No. No. Description List Price Industrial Cost No. No. Description List Price Industrial Cost 
1 1A Replaceable Desoldering Tip ....... 2.70/3PK = 1.95/3PK 1 300-1.090 Replaceable Desoldering Tip .......... 2.70/3PK —_1.95/3PK 
1 1B Replaceable Desoldering Tip ........ 2.70/3PK = -1.95/ 3PK 1 300-T.078 Replaceable Desoldering Tip .......... 2.70/3PK  1.95/3PK 
1 1-C Replaceable Desoldering Tip expends 3.00/ 3PK 2.25/ 3PK 1 300-T.063 Replaceable Desoldering Tip 
1 1-0 Replaceable Desoldering Tip ........ 3.00/3PK = _2.25/ 3PK (Standard) techs tree eee eating 2.70/3PK 1.95/3PK 
2 2A Tip Body piselenstiende eandueaewouvehmes didn maken’ 2.50 1.90 300CT.063 Replaceable DesolderingResoldering 
3 3S Front Connecting Tube ................... .60 45 Tip- Heavy Duty—Industrial .......... 3.30/ 3PK 2.50/3PK 
3A = -3-B Front Air Seal... -60 45 1 300-T.059 Replaceable Desoldering Tip .......... 2./0/3PK 1.95/3PK 
3W  o3W HEAL Battle | ce icce sons cesvessieriecianareens 15 10 1 300-T.046 Replaceable Desoldering Tip .......... 2.70/3PK 1.95/3PK 
4 4A Solder Collection Tube .................. 1.20 90 1 300-1.038 Replaceable Desoldering Tip .......... 2.70/3PK _1.95/3PK 
5 5-A 0 Ring aisdibib acdiaye Paw ie iale sloiereaeides Saale nee Medora eee .20 15 2 300-BE Sub-Assembly (Standard) Roto ah ot 5.70 4.30 
6 6-A Rear Air Seal ...........0.. ee .90 65 3 300-13 Sub-Assembly Fastening Nut .......... 35 .26 
7 7-A Knurled Sleeve 0.0... .40 .30 4 300-5 Sub-Assembly Retaining Ring .......... 10 .08 
8 8 Tension Spring glee peieerear: .30 .20 5 300-17E Heating Element 40 Watts .............. 3.90 2.93 
9 9-A Suppor ing Brac Cec ton lensing ait kn dice .60 45 6 300-17SC Screws (3) Required Bl apna ot Accs tei Set .30/3 .23/3 
10 10-A Rear Connecting Tube Sgtnaeted ea tee rane .90 .65 7 300-17TC Terminal Connectors (2 Req’d) nO wo .40/2 .30/2 
211) —CVacuum Bulb 100 8 300-11.75 Bulb 34 Oumnee ............. 75 57 
12. 12 MAING iss spec canes ons ee .50 .35 9 300-17HA-2 Handle, 2 wire cord 
13. 13 Female Tip Fastening Nut ................ .90 .65 Connector Screws & Terminal Nuts 3.20 2.40 
14 «14 Rubber Shock Absorber Ring .......... .90 .65 10 300-17HA-3 Handle, 3 wire cord 
17 17 Iron Body (No Cord) ...........0.....0.... 8.95 6.70 Connector Screws & Terminal Nuts 3.50 2.70 
17-2 lron Body with 2- Wire Cord ............ 10.95 8.25 300-17C0-2 Endeco Pencil Body (Complete 
17-3 fron Body with 3-Wire Cord ............ 11.95 8.95 w/cord & Heating Element) .......... 7.50 5.60 
17-3TL lron Body with 3-Wire Twist Lock 300-17C0-3 Endeco Pencil Body (Complete 
GOV oa tac etait ste nan eda At ee 3.50 10.15 w/Cord & Heating Element) .......... 7.80 5.85 
18-2 2-Wire Cord Only ....... 1.50 1.15 300-BECO Sub-Assembly (Standard) 
18-3 3-Wire Cord Only 0, 3.00 2.25 Complete with tip, 
18-3TL 3-Wire Cord Twist Lock Only .......... 4.50 3.40 fastening nut and bulb ................ 7.80 5.85 
REPLACEABLE TIPS FOR ENDECO MODEL 300 
REPLACEABLE TIPS FOR ENDECO MODEL 100-A Fig. Part Tip Tip 
Fig. Part Tip Tip No. No. Description I.D. 0.D. 
No. _No. Description 1.D. 0.D. 1 snore Seema See ene ue ssagntaa aaa Tee 
- : : 1 300T.078 esoldering/Resoldering Tip .......... ‘ ‘ 
i 18 De SoIdcrIne/ ROSCHICTINE Tip peoaless 097 137. 1 300T.063 Desoldering/Resoldering Tip .......... .063 135* 
1 iC Desoldering/Resoldering Tip .......... ‘059 "125 1 300T.059 Desoldering/Resoldering Tip .......... .059 125 
1 1D Desoldering/Resoldering Tip PGW TN ‘035 ‘078 1 300T.046 Desoldering/ Resoldering Tip Darenelaneaiaue’s .046 .095 
——— - . 1 300T.038  Desoldering/Resoldering Tip .......... .038 .078 


Price Subject to Change Without Notice 


* (Standard) 


* (Standard) 
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